BILL NO. S-70-06- % <2 

j| 

SPECIAL ORDINANCE NO. S- C5" 7 O' 

AN ORDINANCE approving Lease Agreement with FMC 
CORPORATION -CHICAGO PUMP for rental of. 3 Electro- 
Flotation Tank Units in connection with the 
Phosphate Pilot Plant Study. 

WHEREAS, on the 10th day of June, 1970, the City of Fort 
Wayne, by and through its Mayor and Board of Public Works, entered 
into a certain Lease Agreement with FMC .(3.0 RP ORATION -CHICAGO PUMP 
for the rental of three Electro-Flotation Tank Units in connection 
with the Phosphate Pilot Plant Study for a term of one year at a 
cost of $10,000.00; 

I 1 

NOW THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL OF 
THE CITY OF FORT WAYNE, INDIANA: 

[ 

SECTION 1. That the foregoing Lease Agreement dated 
June 10, 1970, by and between the City of Fort Wayne, Indiana, 
by and through its Mayor and the Board of Public Works, and FMC 
CORPORATION -CHICAGO PUMP, for the rental of three Electro- 
Flotation Tank Units, all as more particularly set forth in said 
Lease Agreement, which is on file in the office of the Board of 
Public Works and is by reference incorporated herein and made a 
part hereof, be and the same is hereby in all things ratified, 
confirmed and approved. 

( 

SECTION 2 . This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 



APPROVED AS TO FORM 
,AND LEGALITY, 
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seconded by 


Read the first time in full and on motion by 

and duly adopted , read the second time by title and referred 
to the (Committee on) ( < ■ 1 -v Cl t - 1 - 1 (■- £ i Oand—fc© the City^TXtln- 
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seconded by 




and duly adopted, placed on its passage. 


Passed by the following vote: 
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Nuckols 

Robinson 

Rousseau 

Steigerwald_ 

Tipton 
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Date 
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City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
(Zoning. ?lJp);(Cc4n ; rnin('i A innrvnf-irn WG r °"- i f- 1 w^-nnriaHnn.1 Ordinance CReoe - l - utio n.) No w - >A~7d 
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W^. 

Presiding Officer 


-i- jsgp f n the Mayor of the City of Fort Wayne, Indiana, on the /o' - 


Approved and signed by me this /£ -" aay of 


7b at the hour of ff l 


rXo 


day 

o'clock $ .M. ,E.S.T. 



at the hour of Q •' 34 o'clock A .M.,E.S.T. 


City Clerk 




I9p&_ 



T~^r 




Mayor 


Bill No. S-70-06-23 


REPORT OF THE COMMITTEE ON CITY UTILITIES 

We 3 your Committee on City Utilities to whom was referred an Ordinance 

approving Lease Agreement with FMC CORPORATION-CHICAGO PUMP for rental of 3 

Electro -Flotation Tank Units in connection with the Phosphate Pilot Plant Study, 


have had said Ordinance under consigheration and beg leave to report back to the Common 
Council that said Ordinance PASS. 

WILLIAM K. GEAKE, Chairman 

JACK K. DTTNIFON. Vice-Chairman 



CELIA ANN FAY 

JOHN NTICKOTiS 

ED WIN J. ROTISSEATT 



r»AT T h / '/ - 7 0 . FL1AS G. SON AHOOM, CITY CLERK 


